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Message Text 


CONFIDENTIAL 

PAGE 01 LENING 01204 28I359Z 

44 

ACTION SY-05 

INEO OCT-OI ISO-00 /006 W 

0451 13 

OR28I325ZJUL76 
EM AMCONSUL LENINGRAD 
TO AMCONSUL ERANKEURT IMMEDIATE 
INEO SECSTATE WASHDC 2487 
AMEMBASSY MOSCOW 

CONEIDENTIAL LENINGRAD 1204 

ERANKEURT EOR RTC, MOSCOW FOR TSO AND DEPT EOR SY/T 

E.O. 1 1652: GDS 
TAGS: ASEC 

SUBJECT: AUTO-SCAN EAILURE 

1 . AUTO-SCAN INOPERATIVE BECAUSE OE THE EAILURE OE SYSTRON DONNER 
EREQUENCY COUNTER. 

2. BASIC CHECKS INDICATE THAT ALL POWER SUPPLY VOLTAGES ARE 
CORRECT AND NOTHING ELSE IS OBVIOUSLY WRONG. COUNTER SIMPLY 
WILL NOT COUNT AND REMAINS ALL ZEROS, EVEN WITH EXTERNAL 
REFERENCE I MHZ OSCILLATOR. 

3. IN VIEW OE NEW ELECTRONIC ENGINEERS AT RTC QUALIEIED, SHOULD 
I SEND THIS UNIT TO YOU EOR REPAIR OR SY/T. 

4. OUR OUTGOING POUCH CLOSES TOMORROW AT 1300. NEXT POUCH IS 
I WEEK LATER. 

RUECKERT 


CONEIDENTIAL 


NNN 
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